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Message Text 


LIMITED OFFICIAL USE MEXICO 1 1669 

PASS AID/PHA/POP/LA 

E.O. 11752: N/A 
TAGS: SPOP, MX 

SUBJECT: LAPARASCOPE REPAIR PARTS FOR IMSS 

1 . DR RAMON AZNAR OF IMSS TODAY ASKED POPOFF TO PROVIDE 
REPAIR PARTS TO DAMAGED LAPARASCOPES PRESENTLY IN USE IN 
IMSS SYSTEM. DUE FUNDING PROBLEMS, NO MONEY AVAILABLE 
WITHIN IMSS TO PURCHASE THESE PARTS. 

2. CAN POP PROVIDE FOLLOWING EQUIPMENT FOR IMSS (LIST 
IN SPANISH) 

ITEM CATALOG NO. QUANTITY 

A. MANIPULADORES UTERINOS KLI 000277 15 

B. FUENTEDELUZ KLI 000135 4 

C. PINZAS DE ELECTRO- KLI 000164444 10 

FULGURACION 

D. CANULA Y TROCAR APLI- KLI 000264-50 1 6 

CACION ANILLOS 

E. AGUJAS DE VERRES KLI 100165 10 

F. NEUMOINSUFLADOR KLI 000608 3 

G. CILINDROS KLI 100315-3 6 

H. CABLE DE FIBRA DE LUZ KLI 000565 3 
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OPTICA 

I. CAPUCHONES DE KIDDE PARA KLI 000286 4 

PINZA DE HULKA 

J. EQUIPO BIPOLAR COMPLETO KLI 000608 1 

K. EMPAQUES DE HULE PARA KLI 100054 4 

LAPAROSCOPIO 

L. EMPAQUES DE HULE PARA KLI 000782-1 4 
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TROCAR 

M. NIPLES DE ACERO PARA KLI 000447 4 

UNIR FIBRA OPTICA DE 

LAPAROSCOPIO 

3. THESE REPLACEMENT PARTS ARE URGENTLY NEEDED. THEY 
WILL BE USED TO REPAIR LAPARASCOPES IN FOLLOWING 
LOCATIONS: 

A. CIUDAD JUAREZ, CHIHUAHUA (1) 

B. TAMPICO, TAMAULIPAS (2) 

C. TIJUANA, BAJA CALIFORNIA NORTE (3) 

D. MONTERREY, NUEVO LEON (2) 

E. GUADALAJARA, JALISCO (2) 

F. MEXICO, DISTRITO FEDERAL (4) 

4. PLEASE ADVISE ESTIMATED SHIPPING DATE. PLEASE SEND 
SAME WAY PREVIOUSLY REPLACEMENT PARTS SENT, IF 
PRACTICABLE. 

5. IMSS AGAIN REQUESTED THAT VSC EQUIPMENT ALREADY 
REQUESTED ARRIVE NOVEMBER. PLEASE ADVISE. 

6. IN ORDER AVOID MAINTENANCE PROBLEMS, SUGGEST ONCE 
AGAIN THAT MAINTENANCE CONTRACT BE PART OF PROVISION 
OF SURGICAL EQUIPMENT FOR IMSS AND SSA. LUCEY 
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